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LIMITED OFFICIAL USE CAIRO 8637 

E.O. 11652: N/A 
TAGS: BTIO 

SUBJECT: ARAB BOYCOTT OF ISRAEL: GENERAL ELECTRIC 
REF: CAIRO 8571 

1. ARABIC PRESS OF SEPTEMBER 1 INDICATED THAT BOYCOTT WARNING HAD 
BEEN SENT TO GENERAL ELECTRIC (US) AND NOT TO GE (UK) AS INDICATED 
REFTEL. LOCAL GE REP HAS NO INFORMATION ON COMMUNICATION OF ANY 
SUCH WARNING LETTER TO EITHER COMPANY AND HAS REQUESTED 
INSTRUCTIONS FROM GE NEW YORK. 

2. COML OFF STRONGLY ADVISED GE NOT TO MAKE ANY CONTACTS OR 
INQUIRIES WITH LOCAL OR DAMASCUS BOYCOTT OFFICES OR ARAB LEAGUE. 
GE REP SAID HE WOULD MAKE NO CONTACTS WITH BOYCOTT OFFICIALS 
UNLESS HE RECEIVES CONTRARY INSTRUCTIONS FROM GE. 
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